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Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Marsh D.G 
Chief Eng Officer Twamley D.G 





Chief Officer Poynder A.J.L 2nd Eng Officer Penny D.N 
2nd Officer Robinson M.G.E 3rd Eng Officer Taylor R.B 
3rd Officer Jones S.K 4th Eng Officer Spivey S.J 
Deck Cadet Bousefield D 5th Eng Officer Ridyard D.M 
Radio Officer Palethorpe J.G Ext 5th Eng Officer Lofthouse R.L 
Purser Morris R Cadet Act Jnr Eng Officer Dick P.J 


Electrical Officer Hall J.L 
C.P.0 Ward W.D 
Carpenter Taylor H.J 
Pumpman Kirkland D.J 
Cook Gibson K.W 
Storekeeper Jones C.E 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Ratcliffe P.J 





Chief Officer Raisbeck K 2nd Eng Officer Stephenson J 
2nd Officer Williams P.G 3rd Eng Officer Dixon W 
3rd Officer Cummins R.L 4th Eng Officer McCaw D.F 
Deck Cadet McGrath D.M Electrical Officer Potter G.D 


Deck Cadet Kitchen S.J 
Radio Officer Halliwell K.B 
Purser Rose J.(p) 
C.P.0 Yeung K.H 
Carpenter Kam Mui 
Cook Leung H 
Leading Steward LamP.S 


Canadian Bridge 
Bulk Carrier - 117,000 d.w.t. 


Captain Woodfield J.R 


Chief Eng Officer Ashcroft T.S 





Chief Officer Allison J.K 
2nd Officer Clark C.N 
3rd Officer Wheatley A 
Deck Cadet Wright P.W.J 
Deck Cadet Hargreaves W.J.M 
Radio Officer Lynn L.T 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 


Mounsdon M.R 
Van Bergen J.J 
Hudson C 
Grundy R.E 
Wilson P.K 
Ford S.J.F 
Taylor D.| 


Electrical Officer Brown G 
C.P.0 Schofield R.T 
Carpenter Tweedie J 
Cook Traynor F 
Storekeeper Lavelle J.J 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain McLeod K 
Chief Eng Officer McFarlane A 


2nd Eng Officer Tetlow D.R 

3rd Eng Officer Pawson B.S 

4th Eng Officer Garbutt W.W 
Electrical Officer Pearton K.J 





Chief Officer Young K.N 
2nd Officer Set A 
3rd Officer Harvey S 
Deck Cadet Claughton N 
Deck Cadet Mallett J.W 
Radio Officer Bunce M.O.B 
‘rainee Radio Officer Kennedy J.R 
C.P.0 LoC.W 
Carpenter Chui C 
Cook Tam Y 
Leading Steward Yeung W.M 





Dart America 


Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Crowe W 





Chief Officer Wyatt R.H.W 2nd Eng Officer Bell R.C 
2nd Officer Pargiter J.H 3rd Eng Officer Agnes G 
3rd Officer Thelwell A.G 4th Eng Officer Taylor J.D 
Radio Officer Cross P.A Ext 4th Eng Officer Pascoe S.R 
Purser Brain J.A 5th Eng Officer Middleton S.J 
Electrical Officer Evans S 
Trainee Elect Officer Gibson J.A 


Bosun Lockhart A 
Cook Principe G 
Storekeeper Porter A 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Thomas C.O 
Chief Eng Officer Crook W 


2nd Eng Officer Hartharn P.J 
3rd Eng Officer Lambert P.W 





Chief Officer 
2nd Officer 


Gledhill S,H 
Holcombe B 


Ext 2nd Officer McCluskey D.W 4th Eng Officer Pear S.M 
Radio Officer Ferry W.J 5th Eng Officer Kielty .M 
Purser Willis F.J Jnr Eng Officer Hagan B 


Jnr Eng Officer Bell H.G 
Bosun Garland M.| 
Senior Motorman Hobden M 


Cook Tiney S.K 


Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Winter M.J 
Chief Eng Officer McIntyre P.A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 





Addinall J 2nd Eng Officer Robinson S.A 
Tauro F.F Cargo Engineer Beveridge J.C 
Nixon G.S 3rd Eng Officer Edmunds A.N 
Fanciulli M.J 4th Eng Officer Ramsey A.V 
Fell A.E 5th Eng Officer Stephenson M 
Mackenzie A Jnr Eng Officer Pascoe R.G 
Engineer Cadet Moran M.J 
Engineer Cadet Roberts P.D 
C.P.O Fitzpatrick J 
Cook Fleetwood T 
Storekeeper Taylor J.A.C 
Dorsetshire 
Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 
Captain Weir R 
Chief Eng Officer McCarthy J.S 
McKenna F.D 2nd Eng Officer Hartley M.W.R 
Kachno A 3rd Eng Officer O'Brien T.H 
Corlett R.M 4th Eng Officer Sillars R.M 
Beale J.H 5th Eng Officer Price D.A 
Cooke R.F Jnr Eng Officer Gall F.R 
Hay |.D Electrical Officer Robbins K 
Whitefoot-Greenland T. 


C.P.0 Mukherjee K.R 
Carpenter Nicholas D.F 
Cook Rahman D 
Storekeeper Chakraborty A.K 
Petty Officer Paul M.N 





English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Jewell J.W 
Chief Eng Officer Kirchin F.R 





Chief Officer Hall D.A 
2nd Officer Krikor A.A 
Ext Chief Officer Earle G.J 
3rd Officer Christopherson P 
Radio Officer Pardoe T.R 
Purser Grey R.W 


C.P.O 
Carpenter 
Pumpman 

Ext Pumpman 

Cook 

Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 

Jones H.R 

Glynn K 

Puckett T.A 

Hudson A.E 

Phillips K.E 

Cunningham W 


Green F.R 
Holt D 

Disley P.M 
Escott C.M 
Parkin A.J.K 
Graham K 
McCormack J 
Hill D.J 
Parkin N.J 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Owen H.R 
Chief Eng Officer Whitaker J 





Chief Officer Eglington C.W 2nd Eng Officer Burden J.S 
2nd Officer Akeroyd J.G Cargo Engineer Hotham K 
3rd Officer Penry G.N 3rd Eng Officer McKellar W.W 
Deck Cadet Haines J 4th Eng Officer Carter A.P 
Deck Cadet Browne D.G 5th Eng Officer Nutt D.A 

Radio Officer Urquhart |.G Jnr Eng Officer Morris W 

Purser Wilford D.W Cadet Act Jnr Eng Officer Charlton T 


Electrical Officer 
Trainee Elect Officer 
C.P.0 Hodges A.J 
Cook MacConnell T 


Storekeeper Schofield G.H 





McGarrigle K.J 
Thurlow D 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Griggs M.R 





Chief Officer Knowles R.J.P 2nd Eng Officer Ratcliffe R 
2nd Officer Nyunt M.T 3rd Eng Officer Altree N 
3rd Officer Bhandara J.B 4th Eng Officer Britton M.A 
Deck Cadet Brown S.J Engineer Cadet Lambton C 
Deck Cadet Hollis D.J Engineer Cadet Duffy A.Q 
Radio Officer Ormrod W.R Electrical Officer Richards D.W 


‘rainee Radio Officer Head J.J 
Purser McNeil R 
Carpenter O'Leary T 
Serang (Deck) Alamgir 
Serang (Engine) Ganguly J.N 
Cook AzizA 
Storekeeper Rauf A 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Yates D.C 





Chief Officer Lowe J.H 2nd Eng Officer Selby C.G 
2nd Officer Moore T.R 3rd Eng Officer Pickup R.W 
3rd Officer Baker Miss N.C 4th Eng Officer Sowerbutts M.T 
Deck Cadet Schofield A Engineer Cadet Taylor | 
Deck Cadet Kitchen N.P Cadet Act Jnr Eng Officer Fairhurst F.W 
Radio Officer Dennison P Electrical Officer Kerrison T.C 


Purser Traynor J.A 
Carpenter O'Neill J.E.J 
Serang (Deck) Dey P.K 
Serang (Engine) Mukherjee D 
Cook Singh P 
Storekeeper Hussain T 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Carlise H.E 
Chief Eng Officer Rowe A 





Chief Officer Wright L.M 2nd Eng Officer Turner W.G 
2nd Officer Kenyon P.R.H 3rd Eng Officer Good N.P.D 
Ext 2nd Officer Jeffrey R.C 4th Eng Officer Seel R.V 
3rd Officer Cunningham D.J Ext 4th Eng Officer Harrison P 
Deck Cadet Box D.G 5th Eng Officer Cook A 
Deck Cadet Sladovich B Jnr Eng Officer Wylde C 
Deck Cadet Backes N Electrical Officer Stobbart D 
Radio Officer Cunnison A.J 
Purser Buckley W 


C.P.0 McNicholl W.H 
Cook TaylorA 
Storekeeper Buck E 





Liverpool Bridge 
Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Derbyshire II) 


Captain Hunter M.J 
Chief Eng Officer Marsh N 


Chief Officer McClure S.A 
2nd Officer Singh D 
3rd Officer Nield R.T 
Deck Cadet Perry D 


C.P.O 
Carpenter 
Pumpman 

Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 


Cadet Act Jnr Eng Officer 


Electrical Officer 
Hughes M 
Rolling W.J 
Frew T 
Frapwell K.G.A 
Kelly J 





Lamont J.D 
Cotton A 
Robinson A.J 
Stanton T.H 
Potter D.A 
Hulley P.G 
Sutherland K 


Mersey Bridge 
Bulk Carrier - 71,600 d.w.t. 
(ex Cambridgshire) 


Captain Grey E.H 
Chief Eng Officer Wheeler D 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 





Brown D.M 2nd Eng Officer Bauchop L.D 
Francis C.D 3rd Eng Officer O'Donnell T.P 
Hooper T.L 4th Eng Officer Wild R.H 
Hook J.P 5th Eng Officer Marker O.G 
Hughes S.P.M Cadet Act Jnr Eng Officer Kerbyson A.J 
Wade C Electrical Officer Errington C 
McGrath E.J 
C.P.0 Chakraborty G 
Carpenter Blease T.V 
Pumpman Gupta R 
Cook Ahmed S.A 
Storekeeper SahaM 
Ocean Bridge 


Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Boyle P 
Chief Eng Officer Green H 


Chief Officer Williams J.B 
2nd Officer Taylor R.W 
3rd Officer McLaughlin T.F 
Deck Cadet Morgan D.C 

Radio Officer Foley B.J 

Purser Heaslip G 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Pumpman 

Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Miller A.J 
Azam M 
Chakraborty M.L 
O'Hara J.E 
Taj M 
Manuel J 


Howarth P 
Slater M 
Hughes J.H 
Coulson G.A 
Snary P.W 
Allis K 
Andrew C.S 
Lane T 





Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Lightfoot A.F 
Chief Eng Officer Stephen-McRae M 





Electrical Officer 


Chief Officer Marshall N.S 2nd Eng Officer Clark J.D 
2nd Officer Hughes J.R 3rd Eng Officer Douglas P.F 
3rd Officer Chapman J.K 4th Eng Officer Hayes S.G 
Deck Cadet Hillier C Electrical Officer Cowan A.J 
Deck Cadet Holt P.J 

Radio Officer Faulkner B 

‘rainee Radio Officer Morgan M.A 
Purser Levell R 
C.P.0 Yuen K.C 
Carpenter Yeung W.C 
Cook LiS.M 
Leading Steward Siu Y.M 
Staffordshire IV 
Gas Carrier - 75,970 cubic metres 
Captain Horn M.J 
Chief Eng Officer Hesketh C.S 

Chief Officer Greenhalgh A 2nd Eng Officer Byrne P 
2nd Officer Southby M Cargo Engineer Bell W.C 
3rd Officer Hodgson R 3rd Eng Officer Bullen M.C 

Radio Officer Harding J.E 4th Eng Officer Elliot A.K 
Purser Thompson P 5th Eng Officer Grattidge A.P 

Jnr Eng Officer Lilley R.W 
Jnr Eng Officer Mullarkey J.M 


Kennedy A 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer Chalker P 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
Radio Officer 
Purser 





Milton W.R.F 2nd Eng Officer Firth M 
Moore A.M 3rd Eng Officer Currid J.P 
Slade C.J 4th Eng Officer McFadden J.P 
Moore C.J Cadet Act Jnr Eng Officer Jensen M 
Howard P.R Electrical Officer Le Marchand A.G 
Cooke R.C 
Oates J.W 
Carpenter Tregidgo A.J 
Serang (Deck) QasimA 
Serang (Engine) Dey S.C 
Cook Sardar B 
Storekeeper Rahman M 
Wiltshire 
Gas Carrier - 15,495 cubic metres 
Captain Nisbet M.R 
Chief Eng Officer Kelly P.A 
Bytheway P.S 2nd Eng Officer Turbitt D 
Baker A.R 3rd Eng Officer Austen S.J.S 
Court R.J 4th Eng Officer Whittle A.J 
Green R.D Ext 4th Eng Officer Steel E.P 
Connolly D Cadet Act Jnr Eng Officer Donaldson J.H 
Chadwick D.H Senior Elect Officer Meacock R.N 
C.P.0 Hale D.J 


Cook Jones W.H 
Storekeeper Butterworth T 


Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 


Captain Reeves M.M 
Chief Eng Officer Hansen F.G 





Chief Officer Bayliss F.A 2nd Eng Officer Hutton R.A 
2nd Officer Jenkinson D 3rd Eng Officer Coltman L.T.M 
3rd Officer Aindow J.A 4th Eng Officer Hulme K 
Deck Cadet Easton S.C 5th Eng Officer Miliken-Brown W 
Deck Cadet Gunn J.S Engineer Cadet Hyde P.J 
Radio Officer Barling G Engineer Cadet Latham C.| 
Purser While F Cadet Act Jnr Eng Officer Houston D.A 


Senior Elect Officer Dunn R.B 
C.P.0 Li Y.Y 
Pumpman Chau K.K 
Cook Li W.F 
Leading Steward Chau C.P 





